The PFM-42B2 (42” viewable area, measured 
diagonally) monitor replaced the award winning 
PFM-42B1 and supports a new plasma panel with 
increased brightness and contrast ratio. 
Showcasing a high-resolution picture at 1024 x 
1024 pixels and a stylish design, the PFM-42B2 
plasma monitor is available in two bezel colors - 
charcoal gray and brushed silver. The monitors are 
extremely versatile - from the layout-free design to 
the range of input signals they can handle. The 
units are ideal for digital signage, exhibits, 
corporate lobbies, and presentation rooms. 


Sony^ PFM-42B2 
PlasmaPtx)" Flat-Panel Monitor 


Key Features 


• 42” Plasma Monitor (viewable area measured 
diagonally) 

• 1024 X 1024 Resolution 16:9 Panel 

• Displays Standard Definition and High Definition 
Formats including 1060160117201OOP, 

1080l24Psf, and 480I60P Video 

• Displays Computer Formats up to and including 
UXGA 

• Supports The Real Digital Processing System 
incorporating: 

- Bi Pixel I/P Conversion Circuitry which con¬ 
verts interlaced signals to progressive images 

- CineMotion® 3-2 Pulldown Function which 
reproduces natural scene movement in film- 
originated sources 

• Connector Panel 

- 2 RGB/Component 15 pin inputs 

- RS232C 

- Composite Video in/out 

• Layout-free Design - Can be mounted vertically 
or horizontally Image must be rotated using 
external equipment 



Key Applications 

• Corporate Lobbies and Board Rooms 

• Digital Signage 

• Exhibits 


Key Competitors and Pricing 

Mfg: Model Suggested List Price 

Panasonic: TH-42PHD5UY $6,995.00 
NEC: 42MP4 $9,495.00 

Hitachi: CMP4121HDU N/A 

Pioneer: PDP433CMX N/A 


For further information about the PFM-42B2, please contact your Sony Account Manager 
or download a more detailed spec sheet from the Sony website. 
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